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DAu: QP K6POPT 24 AUG 1959 
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5 There were foxir or five large piles of coal on tn« New Hole.- 

Ithey amounted io abcui, i^^OOO ionu: FoUi- 'ivc to eight tons 
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lifting capacity each, were being used in repair work of the Lew Mole, 
on the side facing Cabotage harbor. Another crane, about half a ton 
lilting canacityl^ was used for repair work v/hich was progressing at a 
very slow pace. There was a dredger in operation -t the head of 
Voyennyy Mole (see position 4 on sketch), and other repair work was being 
done at position 5o There is a rcfi’igerated building approximtcly 6(j x 
12 X 20 meters, wnich is used for storage (see position 8). A refriger- 
ated ship was unloading various food stuffs in front of the buildingt 
Near ttiis ship there were two floating cranes of 40 or more tons lifting 
caoacity. Along tli£ base of Cabotage iiarbor there were ten electric 
cranes on tracks of five to ten tons lifting capacity each. 


Pratique Harbor 

6. The followinp vessels were obserx'^ed in Pratique Harbor: 


Two MTBs which had been pulled ashore; 

A small floating dock,n)l^l9, approximately 30 meters long and 10 meters 
vdde, 'With two naval auxiliary vessels on it. This Qoating dock can 
accoimriodate vessels up to approximately 1,500 tons (position 6 on sketch); 


Tw o /^ GL5HTADT~cla3s?7 subchasers 
a ^SKCSiYT-class^ destroyer 
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Two submarines 
upper part of their 


^(positions 9 and 10) „ 

conning towers was covered with canvas; 
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Two other s ubmarines, apparently newer than those 
(see position 11); 

Unidentified naval vessel, pendant number 379; 


Two idantica l naval vessels 


f 


resembling submarine chasers 
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